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it Is however necessary to employ a commutator to rectify
the alternations in the. exciting current.

The armature coils used for exciting the field magnets
are therefore connected to a commutator, of which Fig. 1?
represents a typical form. It consists
of two hollow metal cylinders provided
with teeth, and fixed upon a solid in-
sulating cylinder, the teeth of either
cylinder projecting between those of
the other without touching them, as
is shown in the illustration. The two
collecting brushes are fixed so that one
is always in contact with a tooth of             FM. W.

one of these cylinders, while the second is in contact with
a tooth of the other one. The two hollow cyliiulern form
the terminals of the exciting coils of thu armature.
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